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Personnel Division 
Office of the Chief 

Title 

Chief (Med. Off.) 
Clerk Steno. 

Total 

Civilian 

Nurse 


CENTRAL INTELLIGENCE GROUP 


Personnel and Administration Branch 


Medical Services Section 


Grade 

P-5 

CAE-5 


P-2 


Annual 

Salary 


Positions Manyears 


Amount 
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